CONFIGURATION OVERVIEW 



CORSAIR 


ITEM 

SKU 

QTY 

PRICE 

CPU BLOCK 




XC7 RGB (sTR4) 

CX-9010002-WW 

1 

$ 74.99 

COOLING CAPACITY 




XR5 360 (3x120mm radiator; 33mm thick) 

CX-9030003-WW 

1 

$ 69.99 

XR5 240 (2x120mm radiator; 33mm thick) 

CX-9030002-WW 

1 

$ 59.99 

FANS STYLE 




LL120 RGB LED 

CO-9050071 -WW 

2 

$ 79.98 

PUMP STYLE 




XD5 RGB (D5 Pump reservoir) 

CX-9040002-WW 

1 

$154.99 

VISUAL STYLE 




XF Hardline 4-pack (14mm OD compression; black) 

CX-9052008-WW 

2 

$ 53.98 

XL5 (translucent clear), 1L premix 

CX-9060001-WW 

1 

$17.99 

XT Hardline (3x1 m 10/14mm ID/OD PMMA) 

CX-9059003-WW 

1 

$19.99 

ICUE 




iCUE Commander PRO Smart RGB Lighting and Fan Speed Controller 

CL-9011110-WW 

1 

$ 74.99 

ADD-ONS 




XF Adapter 2-pack (90° Angled rotary; black) 

CX-9055009-WW 

1 

$ 26.99 

Hydro X Series Filling Bottle 

CX-9070001-WW 

1 

$2.99 


CONFIGURATION CODE: Sfl61g 


TOTAL 


































